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WSR 09-22-004 
PREPROPOSAL STATEMENT OF INQUIRY 
EASTERN WASHINGTON UNIVERSITY 
[Filed October 22, 2009, 8:26 a.m.] 


Subject of Possible Rule Making: Modification of chap- 
ter 172-121 WAC, Student conduct code. This revision elim- 
inates the time restriction for the director of student rights and 
responsibilities to forward appeal requests to the appeal 
authority. 

Statutes Authorizing the Agency to Adopt Rules on this 
Subject: RCW 28B.35.120. 

Reasons Why Rules on this Subject may be Needed and 
What They Might Accomplish: This revision is needed 
because the time restriction being eliminated is unreasonable 
- particularly during academic breaks. 

Other Federal and State Agencies that Regulate this Sub- 
ject and the Process Coordinating the Rule with These Agen- 
cies: None. 

Process for Developing New Rule: 
making; and agency study. 

Interested parties can participate in the decision to adopt 
the new rule and formulation of the proposed rule before pub- 
lication by contacting Trent Lutey, University Policy Admin- 
istrator, Office of the President, Eastern Washington Univer- 
sity, 214 Showalter Hall, Cheney, WA 99004, phone (509) 
359-6233, and e-mail tlutey@ewu.edu. A public hearing will 
be held to permit comment to all proposed rules and revi- 
sions. There will be an opportunity to provide written com- 
ments to the proposed rules. 


Negotiated rule 


October 21, 2009 
Trent Lutey 
University Policy Administrator 


WSR 09-22-012 
PREPROPOSAL STATEMENT OF INQUIRY 
DEPARTMENT OF 
EARLY LEARNING 
[Filed October 22, 2009, 11:48 a.m.] 


Subject of Possible Rule Making: Requirements regard- 
ing administration of hand sanitizers in licensed child care for 
children over twelve months old with a parent's or guardian's 
written permission. The department of early learning (DEL) 
is planning to amend WAC 170-151-230 School age child 
care, 170-295-3060 Child care centers, and 170-296-0870 
Family home child care, and may revise or adopt other 
related sections if appropriate. 

Statutes Authorizing the Agency to Adopt Rules on this 
Subject: RCW 43.215.200, chapter 43.215 RCW. 

Reasons Why Rules on this Subject may be Needed and 
What They Might Accomplish: The rules are needed to help 
protect the health and safety of children in DEL-licensed 
child care. The current worldwide outbreak of the H1N1 
influenza virus has caused the World Health Organization to 
issue a Phase 6 pandemic flu alert. The state department of 
health (DOH) has filed emergency rules directing heightened 
vigilance regarding H1N1 monitoring, and the secretary of 
health has urged DEL to file emergency rules allowing alco- 


WSR 09-22-025 


hol-based hand sanitizer gels to be used in child care facili- 
ties. DEL filed such emergency rules and now intends to 
make the rules permanent. 


DEL rules referenced above set requirements for admin- 
istering prescription and nonprescription medications to chil- 
dren in licensed child care. The United States Food and Drug 
[Administration] classifies alcohol-based and similar hand 
sanitizer products as "over-the-counter (OTC) drugs," which 
are considered nonprescription medications under DEL rules. 
Unless a nonprescription medication is specifically listed as 
allowed for administration with parent or guardian permis- 
sion, the child care center and school age center rules require 
a physician's written authorization specific to each child. 
This requirement is a barrier to using OTC hand sanitizer 
gels, which, in conjunction with hand washing with soap and 
warm water, can help reduce the spread of H1N1, other flu 
viruses, and other communicable diseases in child care set- 
tings. Hand sanitizers will also be listed in family home child 
care rules as a nonprescription medication that may be 
administered for children over twelve months of age with a 
parent's or guardian's written permission. 

Other Federal and State Agencies that Regulate this Sub- 
ject and the Process Coordinating the Rule with These Agen- 
cies: No federal agencies regulate the use of hand sanitizers 
in child care settings, although the Centers for Disease Con- 
trol issues guidance materials. DEL is working closely with 
DOH on the proper use and safeguards for using hand sani- 
tizer gels in child care, especially with toddlers and pre- 
school-age children. 

Process for Developing New Rule: Time permitting, 
DEL will circulate draft materials for comment before filing 
a formal proposed rule. 

Interested parties can participate in the decision to adopt 
the new rule and formulation of the proposed rule before pub- 
lication. Interested persons may join an e-mail or postal mail 
list to receive draft material and other notices about this rule 
by e-mailing Rules@del.wa.gov, by calling (360) 725-4397, 
or by writing to the DEL Rules Coordinator, P.O. Box 40970, 
Olympia, WA 98504-0970. Information will also be posted 
on the DEL web site at http://www.del.wa.gov/default.aspx. 

October 22, 2009 
Dr. Elizabeth M. Hyde 


Director 
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WITHDRAWAL OF 
PREPROPOSAL STATEMENT OF INQUIRY 


CRIMINAL JUSTICE 
TRAINING COMMISSION 
[Filed October 26, 2009, 10:41 a.m.] 


The Washington state criminal justice training commis- 
sion would like to withdraw WSR 09-21-110. 


Sonja Hirsch 
Rules Coordinator 


Preproposal 


WSR 09-22-026 


WSR 09-22-026 
WITHDRAWAL OF 
PREPROPOSAL STATEMENT OF INQUIRY 
CRIMINAL JUSTICE 
TRAINING COMMISSION 
[Filed October 26, 2009, 10:41 a.m.] 


The Washington state criminal justice training commis- 
sion would like to withdraw WSR 09-21-111. 

Sonja Hirsch 

Rules Coordinator 


WSR 09-22-045 
PREPROPOSAL STATEMENT OF INQUIRY 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Aging and Disability Services Administration) 
[Filed October 28, 2009, 1:55 p.m.] 


Subject of Possible Rule Making: The department is 
amending chapter 388-513 WAC, Client not in own home— 
Institutional medical, and chapter 388-515 WAC, Alternative 
living—Institutional medical. 

Statutes Authorizing the Agency to Adopt Rules on this 
Subject: RCW 74.04.050, 74.04.057, 74.08.090, 74.09.500, 
and 74.09.530. 

Reasons Why Rules on this Subject may be Needed and 
What They Might Accomplish: DSHS is amending chapters 
388-513 and 388-515 WAC as follows: 

e Adda sentence in WAC 388-515-1509 allowing the 
federal poverty level (FPL) as a personal needs 
allowance (PNA) for a married individual receiving 
a home and community based waiver, living at 
home but apart from the community spouse (CS); 

e Clarify allocation/deeming for a dependent child; 

e Clarify language in WAC 388-513-1395, incurred 
medical expenses must reduce resources within 
allowable limits for medically needy (MN); 

e Clarify eligibility when excess resources and third 
party resource exceed the cost of care; 

e Add language regarding long-term care partnerships 
approved by the Washington state insurance com- 
missioner; 

e Updating references and changing language for 
readability; 

e Rewriting WAC 388-513-1363 by creating a new 
section that includes language from the emergency 
WAC in place from May 1, 2006, through Septem- 
ber 30, 2007, for clarity. 


Other policy changes on these subjects may be incorpo- 
rated into this rule making. Other WAC chapters may need 
to be updated as a result of this rule making. 

Process for Developing New Rule: DSHS welcomes the 
public to take part in developing the rules. Anyone interested 
should contact the staff person identified below. At a later 
date, DSHS will file a proposal with the office of the code 
reviser with a notice of proposed rule making. A copy of the 
proposal will be sent to everyone on the mailing list and to 
anyone who requests a copy. 


Preproposal 
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Interested parties can participate in the decision to adopt 
the new rule and formulation of the proposed rule before pub- 
lication by contacting Lori Rolley, Home and Community 
Services, P.O. Box 45600, Olympia, WA 98504-5600, phone 
(360) 725-2271, fax (360) 407-7582, e-mail rollelj@dshs. 
wa.go [rollelj@dshs.wa.gov]. 


October 28, 2009 
Stephanie E. Vaughn 
Rules Coordinator 


WSR 09-22-046 
PREPROPOSAL STATEMENT OF INQUIRY 


DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 


(Health and Recovery Services Administration) 
[Filed October 28, 2009, 1:58 p.m.] 


Subject of Possible Rule Making: The department is 
amending chapter 388-527 WAC, Estate recovery. 


Statutes Authorizing the Agency to Adopt Rules on this 
Subject: 42 U.S.C. 1396p (b)(1)(B)(ii), P.L. 109-171 (the 
Deficit Reduction Act of 2005), RCW 74.08.090. 


Reasons Why Rules on this Subject may be Needed and 
What They Might Accomplish: The department is planning 
to amend language in chapter 388-527 WAC to: 


(1) Comply with rule changes enacted under the 2008 
Medicare Improvements for Patients and Providers Act 
which amended Section 1917 (b)(1)(B)(ii) of the Social 
Security Act to eliminate medicare cost-sharing expenses 
from estate recovery; and 


(2) Incorporate language regarding long-term care part- 
nership agreements approved under the Deficit Reduction 
Act of 2005. 


During the course of this review, the department may 
identify additional changes that are required in order to 
improve clarity or update policy. 

Process for Developing New Rule: DSHS welcomes the 
public to take part in developing the rules. Anyone interested 
should contact the staff person identified below. At a later 
date, DSHS will file a proposal with the office of the code 
reviser with a notice of proposed rule making. A copy of the 
proposal will be sent to everyone on the mailing list and to 
anyone who requests a copy. 

Interested parties can participate in the decision to adopt 
the new rule and formulation of the proposed rule before pub- 
lication by contacting Wendy L. Boedigheimer, Rules Pro- 
gram Manager, P.O. Box 45504, Olympia, WA 98504-5504, 
phone (360) 725-1306, fax (360) 586-9727, TTY (800) 848- 
5429, e-mail boediwl@dshs.wa.gov. 

October 28, 2009 
Stephanie E. Vaughn 


Rules Coordinator 
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WSR 09-22-058 
PREPROPOSAL STATEMENT OF INQUIRY 


DEPARTMENT OF 
NATURAL RESOURCES 
[Filed October 30, 2009, 1:57 p.m.] 


Subject of Possible Rule Making: The department of 
natural resources (DNR) is considering revisions to WAC 
332-30-166 regarding open water disposal of dredge materi- 
als on state-owned aquatic lands. 


Statutes Authorizing the Agency to Adopt Rules on this 
Subject: RCW 79.105.500, 789.105.510 [79.105.510], 
79.105.520. 


Reasons Why Rules on this Subject may be Needed and 
What They Might Accomplish: In 1980 DNR promulgated 
WAC 332-30-166 establishing open water disposal sites and 
established a dedicated account for fees to cover associated 
management costs. The rule was revised in 1994 to update 
the disposal fees charged. Since then costs associated with 
managing dredge material disposal sites have increased. 
DNR intends to evaluate the fee schedule and alternatives for 
covering site management costs. DNR also intends to incor- 
porate tasks and procedures related to application, site dis- 
posal criteria, and related management considerations. 


Other Federal and State Agencies that Regulate this Sub- 
ject and the Process Coordinating the Rule with These Agen- 
cies: Local: County and city governments, DNR will mail 
the draft rule language and solicit comments. 


State: Washington department of fish and wildlife, 
Washington department of ecology. 


Federal: United States Army Corps of Engineers, United 
States Fish and Wildlife, Environmental Protection Agency 
(EPA), DNR will coordinate through the dredge disposal 
management program's monthly interagency meetings. 


Process for Developing New Rule: Full rule-making 
process. The department intends to follow a community rela- 
tions approach to revising WAC 332-30-166. Opportunities 
for public participation will be offered (1) at public meetings 
prior to developing the actual rule language and filing a CR- 
102 Notice of proposed rule making, (2) as part of the State 
Environmental Policy Act (SEPA) review process, and (3) 
formal public hearings held across the state. Department 
officials will present the purpose and context for rule revi- 
sions at each instance. 

Interested parties can participate in the decision to adopt 
the new rule and formulation of the proposed rule before pub- 
lication. Questions, comments, and suggestions may be sent 
to Washington Department of Natural Resources, Aquatic 
Resources Division, Attn: Lisa M. Randlette, P.O. Box 
47027, Olympia, WA 98504-7027, phone (360) 902-1100, 
fax (360) 902-1786, e-mail ARD@dnr.wa.gov. Information 
will also be posted at http://www.dnr.wa.gov. 


October 27, 2009 
Bridget Moran 
Deputy Supervisor 


Aquatics and Agency Resources 
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WSR 09-22-060 
PREPROPOSAL STATEMENT OF INQUIRY 
SECRETARY OF STATE 
[Filed October 30, 2009, 3:28 p.m.] 


Subject of Possible Rule Making: Electronic authentica- 
tion. 

Statutes Authorizing the Agency to Adopt Rules on this 
Subject: RCW 19.34.101. 

Reasons Why Rules on this Subject may be Needed and 
What They Might Accomplish: Currently, the renewal 
period for a certification authority is one year. It is more effi- 
cient and better for the customer to change this requirement 
to two years, to coincide with the renewal of operative per- 
sonnel. 

Other Federal and State Agencies that Regulate this Sub- 
ject and the Process Coordinating the Rule with These Agen- 
cies: Department of information services does not regulate 
but would have an interest in this subject. 

Process for Developing New Rule: Pilot rule making. 

Interested parties can participate in the decision to adopt 
the new rule and formulation of the proposed rule before pub- 
lication by contacting Pamela Floyd, P.O. Box 40234, 801 
Capitol Way South, Olympia, WA 98504-0234, phone (360) 
725-0310, fax (360) 586-4989, e-mail pam.floyd@sos.gov. 
wa. 

October 30, 2009 
Steve Excell 
Assistant Secretary of State 


WSR 09-22-068 
PREPROPOSAL STATEMENT OF INQUIRY 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Health and Recovery Services Administration) 
[Filed November 2, 2009, 12:45 p.m.] 


Subject of Possible Rule Making: The department is 
amending WAC 388-500-0005 Medical definitions. 

Statutes Authorizing the Agency to Adopt Rules on this 
Subject: RCW 74.08.090. 

Reasons Why Rules on this Subject may be Needed and 
What They Might Accomplish: The health and recovery ser- 
vices administration (HRSA) is updating medical definitions 
to make them consistent with how terms are used throughout 
department medical program rules. 

Other Federal and State Agencies that Regulate this Sub- 
ject and the Process Coordinating the Rule with These Agen- 
cies: None. 

Process for Developing New Rule: DSHS welcomes the 
public to take part in developing the rules. Anyone interested 
should contact the staff person identified below. At a later 
date, DSHS will file a proposal with the office of the code 
reviser with a notice of proposed rule making. A copy of the 
proposal will be sent to everyone on the mailing list and to 
anyone who requests a copy. 

Interested parties can participate in the decision to adopt 
the new rule and formulation of the proposed rule before pub- 
lication by contacting Kevin Sullivan, HRSA Rules Coordi- 


Preproposal 


WSR 09-22-069 


nator, P.O. Box 45504, Olympia, WA 98504-5504, phone 

(360) 725-1344, fax (360) 586-9727, TTY 1-800-848-5429, 
e-mail sullikm@dshs.wa.gov. 

November 2, 2009 

Stephanie E. Vaughn 

Rules Coordinator 


WSR 09-22-069 
WITHDRAWAL OF 
PREPROPOSAL STATEMENT OF INQUIRY 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 


Health and Recovery Services Administration 
y 
[Filed November 2, 2009, 12:55 p.m.] 


The health and recovery services administration requests 
the withdrawal of the preproposal statement of inquiry filed 
as WSR 07-20-052 on September 27, 2007 (WAC 388-500- 
0005). 

Stephanie Vaughn 


Rules Coordinator 


WSR 09-22-070 
PREPROPOSAL STATEMENT OF INQUIRY 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 


(Health and Recovery Services Administration) 
[Filed November 2, 2009, 1:21 p.m.] 


Subject of Possible Rule Making: The department is 
amending WAC 388-534-0100 EPSDT (early and periodic 
screening, diagnosis, and treatment) program. 

Statutes Authorizing the Agency to Adopt Rules on this 
Subject: RCW 74.04.050, 74.04.055, 74.04.057, 74.08.090, 
42 C.F.R., Part 441, Subpart B. 

Reasons Why Rules on this Subject may be Needed and 
What They Might Accomplish: The health and recovery ser- 
vices administration (HRSA) is updating and clarifying 
EPSDT policy for all healthcare services, including medical, 
dental, and behavioral health services. 

Other Federal and State Agencies that Regulate this Sub- 
ject and the Process Coordinating the Rule with These Agen- 
cies: None. 

Process for Developing New Rule: DSHS welcomes the 
public to take part in developing the rules. Anyone interested 
should contact the staff person identified below. At a later 
date, DSHS will file a proposal with the office of the code 
reviser with a notice of proposed rule making. A copy of the 
proposal will be sent to everyone on the mailing list and to 
anyone who requests a copy. 

Interested parties can participate in the decision to adopt 
the new rule and formulation of the proposed rule before pub- 
lication by contacting Kevin Sullivan, HRSA Rules Coordi- 
nator, P.O. Box 45504, Olympia, WA 98504-5504, phone 


Preproposal 
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(360) 725-1344, fax (360) 586-9727, TTY 1-800-848-5429, 
e-mail sullikm@dshs.wa.gov. 

November 2, 2009 

Stephanie E. Vaughn 

Rules Coordinator 


WSR 09-22-071 
PREPROPOSAL STATEMENT OF INQUIRY 
HORSE RACING COMMISSION 
[Filed November 2, 2009, 2:52 p.m.] 


Subject of Possible Rule Making: WAC 260-44-050 
Weighing out—Equipment included in jockey's weight. 

Statutes Authorizing the Agency to Adopt Rules on this 
Subject: RCW 67.16.020. 

Reasons Why Rules on this Subject may be Needed and 
What They Might Accomplish: To eliminate subsection (3) 
addressing whips which will be moved into WAC 260-52- 
040, at which time model rules incorporating safety whips 
will be done. 

Other Federal and State Agencies that Regulate this Sub- 
ject and the Process Coordinating the Rule with These Agen- 
cies: None. 

Process for Developing New Rule: 
making. 

Interested parties can participate in the decision to adopt 
the new rule and formulation of the proposed rule before pub- 
lication by contacting Douglas L. Moore, Deputy Executive 
Secretary, Washington Horse Racing Commission, 6326 
Martin Way, Suite 209, Olympia, WA 98516-5578, phone 
(360) 459-6462, fax (360) 459-6461, dmoore@whrc:state. 
wa.us. 


Negotiated rule 


November 2, 2009 
Douglas L. Moore 
Deputy Executive Secretary 


WSR 09-22-073 
PREPROPOSAL STATEMENT OF INQUIRY 
GAMBLING COMMISSION 
[Filed November 2, 2009, 4:08 p.m.] 


Subject of Possible Rule Making: Punch board and pull- 
tab operators. 

Statutes Authorizing the Agency to Adopt Rules on this 
Subject: RCW 9.46.070. 

Reasons Why Rules on this Subject may be Needed and 
What They Might Accomplish: The specific language in 
former WAC 230-30-070 requiring that all prizes be awarded 
in cash or merchandise was inadvertently left out of WAC 
230-14-090 during the rules simplification project (RSP). 

Process for Developing New Rule: Interested parties can 
participate in the discussion of this proposed change by 
attending a commission meeting, or contacting the agency 
rules coordinator at the contact information below. 

Interested parties can participate in the decision to adopt 
the new rule and formulation of the proposed rule before pub- 
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lication by contacting Michelle M. Pardee, Acting Rules 
Coordinator, P.O. Box 42400, Olympia, WA 98504-2400, 
(360) 486-3465, fax (360) 486-3625; Rick Day, Director, 
P.O. Box 42400, Olympia, WA 98504-2400, (360) 486-3446, 
fax (360) 486-3625; or Mark Harris, Assistant Director, P.O. 
Box 42400, Olympia, WA 98504-2400, (360) 486-3579, fax 
(360) 486-3625. 


[Meetings:] Study session at the commission meeting on 
November 19, 2009, at the Lacey Community Center, Wood- 
land Creek Community Park, 6729 Pacific Avenue S.E., 
Lacey, WA 98503, (360) 491-0857; up for discussion and fil- 
ing at the commission meeting on January 15, 2010, at the 
DoubleTree Guest Suites-Southcenter, 16500 Southcenter 
Parkway, Tukwila, WA 98188, (206) 575-8220; and study 
session at the commission meeting on February 11, 2010, at 
the Great Wolf Lodge, 20500 Old Highway 99 S.W., Grand 
Mound, WA 98531, (360) 273-7718. 


November 2, 2009 
Michelle M. Pardee 
Acting Rule Coordinator 


WSR 09-22-074 
PREPROPOSAL STATEMENT OF INQUIRY 
GAMBLING COMMISSION 
[Filed November 2, 2009, 4:11 p.m.] 


Subject of Possible Rule Making: Staff and director of 
the Washington state gambling commission. 


Statutes Authorizing the Agency to Adopt Rules on this 
Subject: RCW 9.46.070. 


Reasons Why Rules on this Subject may be Needed and 
What They Might Accomplish: The rule clarifies responsi- 
bilities for the approval of the agency budgets and financial 
management of the agency. 


Process for Developing New Rule: Interested parties can 
participate in the discussion of this proposed change by 
attending a commission meeting, or contacting the agency 
tules coordinator at the contact information below. 


Interested parties can participate in the decision to adopt 
the new rule and formulation of the proposed rule before pub- 
lication by contacting Michelle M. Pardee, Acting Rules 
Coordinator, P.O. Box 42400, Olympia, WA 98504-2400, 
(360) 486-3465, fax (360) 486-3625; Rick Day, Director, 
P.O. Box 42400, Olympia, WA 98504-2400, (360) 486-3446, 
fax (360) 486-3625; or Mark Harris, Assistant Director, P.O. 
Box 42400, Olympia, WA 98504-2400, (360) 486-3579, fax 
(360) 486-3625. 


[Meetings:] Study session at the commission meeting on 
November 19, 2009, at the Lacey Community Center, Wood- 
land Creek Community Park, 6729 Pacific Avenue S.E., 
Lacey, WA 98503, (360) 491-0857; up for discussion and fil- 
ing at the at the commission meeting on January 15, 2010, at 
the DoubleTree Guest Suites-Southcenter, 16500 South- 
center Parkway, Tukwila, WA 98188; and study session at 
the commission meeting on February 11, 2010, at the Great 
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Wolf Lodge, 20500 Old Highway 99 S.W., Grand Mound, 
WA 98531, (360) 273-7718. 

November 2, 2009 

Michelle M. Pardee 

Acting Rule Coordinator 


WSR 09-22-085 
PREPROPOSAL STATEMENT OF INQUIRY 
WASHINGTON STATE UNIVERSITY 
[Filed November 3, 2009, 3:29 p.m.] 


Subject of Possible Rule Making: Chapter 504-15 
WAC, Campus traffic and parking regulations. 

Statutes Authorizing the Agency to Adopt Rules on this 
Subject: RCW 28B.30.150. 

Reasons Why Rules on this Subject may be Needed and 
What They Might Accomplish: Campus traffic and parking 
regulations are being updated. 

Other Federal and State Agencies that Regulate this Sub- 
ject and the Process Coordinating the Rule with These Agen- 
cies: None. 

Process for Developing New Rule: Reviewed internally 
at many levels before proposal. 

Interested parties can participate in the decision to adopt 
the new rule and formulation of the proposed rule before pub- 
lication by contacting Ralph T. Jenks, Director, Office of 
Procedures, Records, and Forms and University Rules Coor- 
dinator, P.O. Box 641225, Pullman, WA 99164-1225, phone 
(509) 335-2005, fax (509) 335-3969, and e-mail jenks@wsu. 
edu. A public hearing will be held to permit comment to all 
proposed rules and revisions. There will be an opportunity to 
provide written comments to the proposed rules. 

November 3, 2009 

Ralph T. Jenks, Director 

Office of Procedures, Records and 
Forms and University Rules Coordinator 


WSR 09-22-087 
PREPROPOSAL STATEMENT OF INQUIRY 
HORSE RACING COMMISSION 
[Filed November 3, 2009, 4:16 p.m.] 


Subject of Possible Rule Making: WAC 260-24-510 
Association officials and employees—Stewards. 

Statutes Authorizing the Agency to Adopt Rules on this 
Subject: RCW 67.16.020. 

Reasons Why Rules on this Subject may be Needed and 
What They Might Accomplish: Changing the appeal time 
regarding riding suspension for jockeys, waiving the right to 
appeal, and process for notifying stakeholders in conferences. 

Other Federal and State Agencies that Regulate this Sub- 
ject and the Process Coordinating the Rule with These Agen- 
cies: None. 

Process for Developing New Rule: 
making. 


Negotiated rule 


Preproposal 
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Interested parties can participate in the decision to adopt 
the new rule and formulation of the proposed rule before pub- 
lication by contacting Douglas L. Moore, Deputy Executive 
Secretary, Washington Horse Racing Commission, 6326 
Martin Way, Suite 209, Olympia, WA 98516-5578, phone 
(360) 459-6462, fax (360) 459-6461, dmoore@whrc.state. 
wa.us. 

November 3, 2009 
Douglas L. Moore 
Deputy Executive Secretary 


WSR 09-22-088 
PREPROPOSAL STATEMENT OF INQUIRY 
CLARK COLLEGE 
[Filed November 3, 2009, 4:18 p.m.] 


Subject of Possible Rule Making: Amending/repealing 
and reissuing the Clark College code of student conduct. 

Statutes Authorizing the Agency to Adopt Rules on this 
Subject: RCW 28B.50.140(13). 

Reasons Why Rules on this Subject may be Needed and 
What They Might Accomplish: To clarify procedures, to 
align the code of student conduct with other college policies 
and procedures, and to make substantive changes to the code 
that will focus more on the educational outcomes of the dis- 
ciplinary process, create a more student-friendly/easier-to- 
understand version of the code, and respond to new and dif- 
ferent issues that have arisen since the last revision in 1997. 

Other Federal and State Agencies that Regulate this Sub- 
ject and the Process Coordinating the Rule with These Agen- 
cies: There are no other federal or state agencies that regulate 
this matter. 

Process for Developing New Rule: Agency study; and 
Clark College vetted these proposed rules with the Clark Col- 
lege community, including students, faculty, and staff. 

Interested parties can participate in the decision to adopt 
the new rule and formulation of the proposed rule before pub- 
lication by contacting Ted J. Broussard, M.A., Interim Asso- 
ciate Vice-President of Student Affairs, Dean of Student Suc- 
cess and Retention, Clark College, (360) 992-2983, fax (360) 
992-2878. 

November 3, 2009 

Bob Williamson 
Vice-President of 
Administrative Services 


WSR 09-22-089 
PREPROPOSAL STATEMENT OF INQUIRY 
HORSE RACING COMMISSION 
[Filed November 3, 2009, 4:31 p.m.] 


Subject of Possible Rule Making: WAC 260-70-630 
Equine medication program—tThreshold levels. 

Statutes Authorizing the Agency to Adopt Rules on this 
Subject: RCW 67.16.020. 


Preproposal 
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Reasons Why Rules on this Subject may be Needed and 
What They Might Accomplish: In anticipation of the 
RMTC's new guidelines for new threshold levels on permit- 
ted medication. 

Other Federal and State Agencies that Regulate this Sub- 
ject and the Process Coordinating the Rule with These Agen- 
cies: None. 

Process for Developing New Rule: 
making. 

Interested parties can participate in the decision to adopt 
the new rule and formulation of the proposed rule before pub- 
lication by contacting Douglas L. Moore, Deputy Executive 
Secretary, Washington Horse Racing Commission, 6326 
Martin Way, Suite 209, Olympia, WA 98516-5578, phone 
(360) 459-6462, fax (360) 459-6461, dmoore@whrc:state. 
wa.us. 


Negotiated rule 


November 3, 2009 
Douglas L. Moore 
Deputy Executive Secretary 


